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EXAMINATION : B.T*Ch f YMf I SAOIMI *f(R 1 0 j R*f. 

branch . ifjfofTiition T*cnnolegy 

KONAKANCHI VENU MADHURI 



HALL TICKET NO. : 


10431 A 1227 


MONTH & YEAR OF EXAM : 


NAME' 


JANUARY 201 1 
institution OtS COLLEGE OF ENGG 4 TECH- 


S. Na 

SUBJECT 

CODE 

SUBJECT TITLE 

INTERNAL 

MARKS 

END 

EXAM 

MARKS 

TOTAL 

MARKS 

RESULT 

CftEDl 

t 

P10101 

ENGLISH-! 

18 

45 

83 

P 

2 

2 

P 14102 

MATHEMATICS-! 

16 

8 

24 

F 

0 

3 

PI 91 03 

ENGINEERING PHYSICS-1 

17 

44 

81 

P 

2 

4 

F. 10104 

ENGINEERING CHEMISTRY-! 

17 

43 

80 

P 

2 

5 

P 14105 

C PROGRAMMING 

15 

29 

41 

P 

2 

3 

R 191 m 

ENVIRONMENTAL STUDIES 

17 

42 

58 

P 

2 

7 

F 10103 

ENGINEERING PHYSICS and ENGINEERING CHEMISTRY LAB 

24 

45 

89 

P 

2 

8 

R 10100 

ENGINEERING WORKSHOP LAB 

22 

44 

86 

P 

2 

8 

B 101 10 

C PROGRAMMING IA3 

19 

43 

82 

P 

2 

10 

RlOfll 

ENGLISH PROFICIENCY LAB 

19 

45 

84 

P 

2 

SUBJEC 

:rs registered 

: 10 APPEARED: 10 PASSED: 9 TOTAL: 

164 

m 

588 


18 


TOTAL (IN WORDS) FNE HUNDRED SIXTY-NINE 



DATE; Oi-Jul -2011 


VERIFIED BV 


oontAOcCer of examinations 


INSTRUCTIONS : 


THEORY/DRAWING/DESIGN SUBJECTS 

PRACTICAL SUBJECTS 

PROJECT 

SEMINAR 

MINI PROJECT 

P: PASS F : FAIL 



MAXIMUM MARKS 


; - i - 

mmmum fob pass 

Internal 

End Exam. 

Total cf Ini $ End 

End Euam 

Total of lot & End 

25 

75 

100 

- ipfe 

26 

40 

25 

50 

75 ' 


- 18 

30 


AB : ABSENT 



